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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 
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OCTOBSH  15,  3.957 
i:3:.T  AlLO'aiENTS 


HUIUL  ELECTHIEI Cation  administration 


PRO GUESS  BULLETIN 
general  - NO.  15 


REa  todray  an.noTinced  thie  following.  allotrnentsJ 


GEOjiGIa  63  RaBUN 

J . B.  McCrary, 

Pwabun  Land  an d Na t e r 
Cornpany, 

25  Mrurietta  St., 
Atlantca,  Georgia 


ILLINOIS  23B  SaNGAIviON 
Charles  Masters,  Project  Snot. 
Rural  Electric  Convenience 
Cooperative  Co., 

Divornon,  Illinois 


IO^Ta  9D  SCOTT 

oHarry  J.  Strong,  Project  Sunt. 
Eastern  Iowa  Light  an:'’  Power 
Cooperative,  Dao'enj^ort, 

Iowa, 


Allotnent  of  $10,000  to  apply  tovrarr^.  the 
construction  of  51  rales  of  line  in  Ha’oun 
Coun.ty,  Georgia,  and  Macon  County,  North 
Carolir.a,  The  borrower,  the  Rabun  Land  and 
Water  Conpany,  is  a snail  private  company 
already  serving  sore  77  customers  in  this 
rural  connunity.  It  ?jill  add  $8,000  of  its 
own  funds  to  the  Government  loan  to  build 
51  miles  of  line  to  serve  100  customers. 

The  power  is  derived  from  the  company’ s 
hydro-electric  plant, 

A partial  additional  allotment  of  $100,000 
out  of  a total  of  $131,000  renuestod  to  build. 

181  miles  of  line  to  serve  580  customers  in' 
Sangamon,  Macouoin,  Montgomery,  Christian 
Comities.  Tiie  ■’lOwcr  for  thus  uroject  is 
obtained  from  the  Snringfield  Municipal 
Plant  at  a wholes.ale  rate  of 

A partial  additional  allotment  of  $270,000 
out  of  a total  of  $588,000  requested  to 
build  575  miles  of  line  to  ser'oe  926  customers 
in  Scott,  IR.iscatine,  Louisa,  Cedar  an''  Clinton 
Counties,  Previous  allotments  to  this  borrow- 
er 'lavrc  totalled  $479,712  f'r  lino,  c instruction 
and  to  finance  wirinm  a.nd  -ii’rP'ir..  ■ installa- 
tions. This  project  derives  coorront  from  the 
Muscatine  Municipal  Plant  at  a rate  averaging 
about  0,9{^.  Altbough  ro  agree.ment  has  been 
reached,  on  the  ru.ostinr  ar  to  the  liability 
of  rural  electric  line;:  in  Iowa  for  c.'ists  of 
nodernizing  ruro.l  tclepiione  lines  to  eliminate 
interf 'ror.ee,  t'’.is  al.lotment  is  made  because 
there  are  no  to.leoiiono  interference  difficulties 
in  this  area. 


MINI.'ESOTa  63  SCOTT 

John  1.  Haugh,  Project  Supt, 

Minnesota  Valley  Electric 

Cooperative, 

Jordan,  Minnesota 


An  addi ti'ona.l  allotr;;ont  of  $50,000,  ma.king  a 
total  of  $187,000  av.iilablo  for  the  construc- 
tion of  about  ' .13  rdlcs  of  line  to  serve  445 
customers.  To.is  additi''nal  allotnent  is 
necessary  to  conrilste  the  project. 
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MISSISSIPPI  21C  Coahoma 

Eol'>ert  F.  Harrison, 

Pr'n>,7T!'ct  Sunt,, 

Coahorn  Electric  P.fj\7er  ^.ssn., 
Clark sdal o , Miss. 


An  additional  alltitnent  of  $47,000  to  knild 
45  miles  of  line  to  servo  210  cixstoncrs  in 
Coahoma,  Quitman  and  Bolivar  Counties*  This 
brings  the  total  allotted  for  the  project 
to  $122,000  to  build  126  miles  of  line  to 
serve  442  customers.  This  project  obtains 
power  from  the  Clarksdale  Municipal  Plant. 


HISSOUPI  802 dW  Halls 

J.  A,  Weaver,  Project  Supt. 

P.0.11  s County  Electric  Cooperative 

.rt.ssn. , 

llev'  London,  Misso^.xri. 


Allotment  of  $10,000  to  fino.nce ' hoTise  ^Tiring 
and  ulu-Tibing  in stallati'ons.  A total  of 
$317  ,000  has  been  allotted  for  distribution 
lines  and  the  project  is  under  construction. 


WaSHIHG-TOH  IBB  SPOME 
Glenn  H,  Bell,  Project  S'upt. 
Inland  Emire  Hural  Elcc,, 
Inc , , 

510  Ziegler  Bldg., 

Sp  o kane , Wa  sh  i n jfrbo  n . 


Partial  additional  allotment  of  $154,000  out 
of  a total  of  $592,000  roauested.  to  bxiild 
530  miles  of  line, to  serve  1,093  customers 
in  Saokane,  Whitman,  Stevens,  Adams,  and 
Garfii.'ld  Counties.  In  addition  a pr^'^vious 
allotuont  of  $90,000  for  a generating  ula-nt  has 
been  transferred  to  bo  used  for  construction 
of  distribution  lines.  Because  of  the 
settlement  of  wholesale  rate  difficulties 
and  the  oxcc^'Jtion  and  aoproval  of  a contract 
with  tlie  Washington  Water  Power  Covuany  to 
provide  current  at  wholesale  for  this  project, 
it  will  not  be  necessary  to  build,  the  generat- 
ing ulant.  The  entire  nroject  for  which 
$609,000  iB  now^  g,vailable  will  include  993 
miles  and  2,563  customers. 


